TOBACCO INSTITUTE TESTING LABORATORY 

5454 Wisconsin Avenue: 

CHEVY CHASE. MARYLAND 20015 


S 52-2042 


June 21, 1968 



TO: Board of Directors of T.I.T.L, 

FROM: William L. Steele 

SUBJECT: F.T.C. Report on the Second Market Sample 

* X 


Enclosed is a copy of the F.T.C.'s tar and 
nicotine report for the second market sample. Venture 
is absent from the report although it is included 
in the pickup. 



# V 

Steele 


Board of Directors of T.I.T.L .: 

Dr. William W. Bates 
Dr. Robert B. Griffith 
Mr. E. S. Harlow 
Dr. Murray Scnkus 
Dr . Helmut Wakeham 


Enclosure 


PM3001059141 


Source: https://www.industrydocuments.ucsf.edu/docs/jnkk0001 
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RECEIVED 

H . WA KEHAM 

JUN 241988 

! A,m. p. M. [ 
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PM3001059142 

Source: https://www.industrydocuments.ucsf.edu/docs/jnkk0001 




